1 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an orOcr* to cease sod oes»s1 anc to be subject to penalties as provided tor in Section 21 


See attached form for 
addilional information. 


f^CUflA 

7 ' 

Interagency Report Cor 


Control No.: 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 47-F-0002 

CUSTOMER NUMBER: *1555 

FORM APPROVED 

OMB NO. 0579-0C36 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Usda.Sea Ag.Res. 

P.O. Box 166 

Clay Center, NE 68933 



Telephone: (402) -762-^109 



3- REPORTING FACILITY ( List alt locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A 1 



Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate, 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, i F. 
research, surgery or tests were conducted involving j 
accompanying pain or distress to the animats and for wh I 
the use of appropriate anesthetic, analgesic, or tranqullrz 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


4. Dogs 


5. Cats 


i 

6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. hlorvhuman Primates 


10. Sheep 


11. Pigs ] 


12. Other Farm Animals 


Cattle 


13. Other Animals 



10790 

64 

0 

10854 

5896 

642 

0 

6538 



17424 

136 

0 ! 

! 17560 



1) Professionally accepteble standards governing the care, treatment, and use of animals, including appropriate use of anestebc. analgesic, and tranquilrzfnc drugs, prior to, during, and following actual rese. 
teaching, testing, surgery, or experimentation were followed by tots research facility. 

2) Each principal investigator has considered aliematives to painful procedures. 

2) This facility is adhering tc the sta hoards and regulations under the Act. end it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of alt such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in 
brief explanation of the exceptions, as well as the species and number of animals affected. 

*1} The attending veterinarian for this research facility has appropriate authority tc ensure the provision of adequate veterinary care end to oversee the adequacy of Dther aspects of animal care and use. 


r.FRTiFiCATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
Executive Officer or Legally Responsible institutional Official ) 


SIGNATURE OF C.E 


APHIS FORM 7D23 
( AUG 91 ) 


DATE SIGNED 


imt 


i is obsolete.) 


(b)(6), (b)(7)c 


11/10/04 




























^ This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


See attached form for / ^ Jnti^jenq^&eport Control No.: _ 

additional information. // / ! A Lj "ip 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


All redactions on this page are pursuant to (b)(6) & (b)(7)(c). 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 47-R-0002 
CUSTOMER NUMBER: 1 543 


FORM APPROVED 
OMB NO. 0579-0036 


Creighton University 
2500 California Plaza 
Bldg: Crissl, Room 63 
Omaha, NE 68178 


Telephone: (402) -28O-408T 

zn,s 





3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y« 
used for such 
purposes. 

C. Number of . 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

4 

0 

4 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

0 

76 

18 

0 

94 

7. Hamsters 

1 

20 

295 

0 

315 

8. Rabbits 

n 

8 

0 

0 

8 

9. Non-human Primates 

n 

0 

0 

0 

0 

10. Sheep 

0 

0 

0 

0 

0 

11. Pigs 

0 

0 

18 

0 

18 

12. Other Farm Animals 










i 


1 3. Other Animals 






Gerbils 

0 

117 

0 

0 

117 














| ASSURAN CE STATE MENTS 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary im 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGF 


DATE SIGNED 

11/16/0^ 


NO V 1 1 2004 


APHI; 

( AUG 91 ) 























































Registration Number: 
Customer No: 

Facility: 


47-R-0002 

1543 

CEIGHTON UNIVERSITY 
2500 CALIFORNIA PLAZA 
BLDG: CRISS I, ROOM 638 
OMAHA, NE 68178 
(402)280-2725 


Facility Locations: 

Creighton University School of Medicine 

• Criss I, II, III, Bierne Tower Buildings 

• Boyne Building 




FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, F. 
research,' surgery or tests were conducted involving 
accompanying pain or distress to the animals and forwh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E). 



4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

^ DATE SIGNED 

r 1 , * 

Puk4 


: AUG 91 ) 


WOV 



















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for - 
additional information. 


TnieVagerTcy ketpM'CoKtrbl No.: 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 47-R-0009 

CUSTOMER NUMBER: -| 545 

c 

FORM APPROVED 

OMB NO. 0579-0036 

Father Flanagan Boys Home 


Boys Town Natl Research Hosp 


555 N 30th St 


Omaha, NE 68131 


Telephone: (402) -498-1000 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


Boys Town Nat ' 1 Res. Hosp. 

___ , , , E, _ . FACILITY LOCATIONS ( Sites ) - See Atached Listing 

555 N 30th St., Omaha, NE 681 3T 

I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 

A. I B. Number of animal I C. Number of D. Number of animals uoon E. Numhernf animals i mnn vn/hirh tparhirm ovnorimontc I F 


Animats Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 

7. Hamsters 

8. Rabbits 

&. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 

13. Other Animals 

Gerbils 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 









0 


6 


































5 


21 











TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 


ASSURANCE STATEMENTS 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


Mrnio rumvi t uzj 
( AUG 91 ) 


(Kepiaces vi> mjkm ib- 23 (uui 88), which is obsolete.) 


DATE SIGNED 

lljiolocf 





FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY < Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o’ 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 

‘surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tran.quiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this repod 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

o 

c) 



/ V 

5. Cats 

v 7 

✓•-1% 

f ) 

\ / 


(~) 

H 

6. Guinea Pigs 


o 

H 

A" 


7. Hamsters 

t 

0 

o 

X 

— / 

o 

8. Rabbits 

!’ 1 

o 


A 

1 . 

9. Non-human Primates 

,.~N; 

D 

o 

t 

\ .> 

o 

10. Sheep 


0 

o 

■'•v, 

\ 

o 

11. Pigs 


) 

o 


o 

12. Other Farm Animals 

\ 

o 

0 


u 







1 3. Other Animals 

A 

.A, 

Q 


o 


n 

.A 



■% 

■ ^ 

r p , , 


A} 

V ' 

‘ \ r 

’ \\ 

| 

S 

t- 



sT 







| ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquiiizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report in addition to identifying the lACUC-approved exceptions, this summary in 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 


( AUG 91 ) 



CH ^ A- o 'a 0 \JX 
























































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 ‘ 


See attached form for 
additional information. 


IX 


Interagency Report Control No.: 


£7 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 47-R-0018 

CUSTOMER NUMBER: 1551 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Nebraska Medical Center 
985810 Nebraska Medical Center 
Omaha, NE 68198 



Telephone: (402) -559-4034 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS 

Sites ) - See Atached Listing 



j REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use cr | 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
- anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

0 

0 

11 

o 

11 

5. Cats 

0 

1 

0 

0 

0 

0 

6. Guinea Pigs 

1 

0 

0 

0 

0 

0 

7. Hamsters 

0 

573 

322 

0 

895 

8. Rabbits 

0 

15 

141 

0 

156 

9. Non-human Primates 

0 

0 

44 

0 

44 

10. Sheep 

0 

0 

7 

0 

7 

11. Pigs 

0 

0 

112 

0 

112 

1Z Other Farm Animals 












13. Other Animals 

























j ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 

"/‘X 

r-»i i uw i vnm ^rxcyiauc:* vo rwrvivi io-« (UU l OO), WlllUt 15 UU5Uiete./ 

(AUG 91) ^ 




















































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


See attached form for 
additional information. 


' Inter^rfency-Fie^rt dofrirofTid^: ^ r~~ 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 47-R-0019 
CUSTOMER NUMBER: ”| 547 


(b)(6), (b)(7)c 


Wilderness Kennels 
1320 Twin Ridge Rd 
Lincoln, NE 68510 


Telephone: (402) -489-8223 


FORM APPROVED 
OMB NO. 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 

. 

1 ■ 1,1 1 — 1 — — — — 




8. Rabbits 






9. Non-human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animals 

r . 









J 



13. Other Animals 

f y 



yt&u) 






/ 















j ASSURANCE STATEMENTS 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in. 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy os other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 





( AUG 91 ) 




This report is required by law (7 USC 2143). Failure to report according to the regulations can See attacKeS'form for Interagency Report Control No., 

result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f additional inhumation, -j j ^ 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 47-R-0021 

CUSTOMER NUMBER: 1 553 

1 W7 

FORM APPROVED 

OMB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

University Of Nebraska, Omaha 

6001 Dodge St 

Omaha, NE 68182 



» 

Telephone: (402) -554-2558 



|3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 

FACILITY LOCATIONS 

Sites ) - See Atached Listing 




REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number qf 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D . Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E ) 

4. Dbgs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 








1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal Investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and apf 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 


brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 
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7 USC 2143). Failure to report according to the regulations can 
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UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 47_R_f)0?? 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


OMB NO. 0579-0036 


CUSTOMER NUMBER: 1 544 



Northeast Community College 


ANNUAL REPORT OF RESEARCH FACILITY 

801 E Benjamin Ave 


( TYPE OR PRINT ) 

Norfolk, NE 68701 



Telephone: (<1Q2) 




1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 1 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 
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REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


i 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y« 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o' 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this reporl 
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ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in' 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the pr ovision of adequate veterinary care and to oversee the adequacy of other aspects of animal care anduse^^ 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

' I DATE SIGNED 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1 . 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


See attached form for 
additional information. 
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CERTIFICATE NUMBER: 47-R-0027 
CUSTOMER NUMBER: -| 9Q97 
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" • if 


FORM APPROVED 
OMB NO. 0579-0036 


Natura Manufacturing Incorporated 
2779 Rademakers Way 
Fremont, NE 68025 


Telephone: (402) -727-0870 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


| report of Animals used by or under ( 

CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessarv or use APHIS Form 7023A 1 1 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use c 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, j 

surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 
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C+D+E) 
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10. Sheep 






11. Pigs 
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1 ASSURANCE STATEMENTS 

1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese; 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Art, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other ac pa r t? of animal care and 


use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



{ AUG 91 ) 
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FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 


12. Other Farm Animals 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 
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Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 



D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or dietreee in these animate and the reuse 
such drugs were not used must be attached to thie repori 
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TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C + D + E ) 





1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and app 
Institutional Animal Care and Use Committee (IACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in> 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

DATE SIGNED 

iM/'S'-y 


} 5 2004 ; 
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